Design 10 Revisited 
John Lyding (LM-116) 


I must admit that the juxtaposition of Independence 
Hall and Design #10 shown in The Perfins Bulletin 
(April 2004: 67) appears to present a possible 
solution to the pattern’s model. However, I wish to 
offer an alternative solution. 


Until recently I had considered that 
Design 10 represents Baltimore’s 
Washington Monument on Mount 
Vernon Square. 


However, I recently drove 
past the Battle Monument on 
the corner of Calvert and 
Fayette Streets. I was struck 
by the similarity of that 
structure to Design #10. 
Especially please note the eagles on the corners of 
the rectangular base. 








(Ed. Note: John’s discovery of the Battle 
Monument in Baltimore has real potential as the 
model for Des. 10. I tried to find better pictures on 
the web than those John sent (computer printer color 
pictures), but couldn’t find any better. However I did 
find an image of the flag of the City of Baltimore. 
The Battle Monument is graphically represented in 
the central logo of the flag — and note the similarity 
to Des. 10!) 





